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TO  THE  FALMOUTH 
YEAR  ENDING 


To 

THE  CHAIRMAN  AND  MEMBERS  OF  THE  FALMOUTH  AND  TRURO  PORT  HEALTH 

AUTHORITY 


Gentlemen, 

1 have  much  pleasure  in  submitting  the  Annual  Report  for  the 
past  year,  1941. 

The  Health  of  the  Port  has  been  quite  good  for  the  year  1941, 
and  there  has  been  no  outbreak  of  epidemic  disease  for  the  year. 

There  were  a number  of  cases  suffering  from  Influenza  in  a mild 
form,  mainly  gastric  in  character,  but  nothing  of  a serious  nature. 

Three  cases  of  notifiable  infectious  disease  occurred  during 
the  year  on  ships  visiting  the  port.  One  was  a case  of  Measles,  another 
suffering  from  Pulmonary  Tuberculosis,  and  the  third  was  a case  of 
Pneumonia. 


Scabies  has  been  very  prevalent  in  the  Port  during  the  year  and 
24  of  the  worst  cases  have  had  to  be  treated  ashore,  and  their  clothing 
and  bedding  disinfected , 

Your  Isolation  Hospital  has  been  cared  for  and  maintained  in  a 
proper  and  satisfactory  manner,  and  you  now  have  a well-kept,  efficiently 
run  hospital. 

I will  now  pass  to  my  report  in  detail  where  you  will  find  a 
record  of  the  work  carried  out  by  this  Authority  for  the  past  year 
according  to  the  requirements  of  the  Ministry  of  Health. 

TABLE  "A".  1.  Amount  of  Shipping  entering  the  Port  during  the  Year. 
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TABLE  "C" 


Cases  of  Infectious  sickness  landed  from  Vessels. 


No.  of  Cases  during  year 

No.  of  Vessels 

Disease 

1 

Passengers 

Crew 

concerned 

Pulmonary  Tuberculosis; 

- 

One 

One 

Measles 

| 

- 

One 

One 

Pneumonia 

| 

- 

One 

One 

TABLE  "D". 

Cases  of  infectious  sickness  occurring  on  Vessels  during  the 
voyage  but  disposed  of  prior  to  arrival. 

Disease 

No.  of  Cases  during  year 

No.  of  Vessels 

Passengers 

Crew 

concerned 

Nil 

| 

- 

- 

TABLE  »E"  RATS  DESTROYED  DURING  THE  YEAR. 


(1)  On  Vessels  ...  118. 


TABLE  "F" 

(2)  In  Docks,  Quays,  Wharves  and  Warehouses  ...  83 


TABLE  "G"  Measures  of  Rat  Destruction  on  Plague  "infected"  or  "suspected" 

Vessels  from  plague  infected  ports  arriving  in  Port  during  the  Yr. 

NIL. 


TABLE  "H"  Deratisation  Certificates  and  Deratisation  Exemption  Certificates 
issued  during  the  year. 


No. of 

Ships 

No.  of  Deratisation  Certificates  issued 

No.  of 
Deratisation 
Exemption 
Certificates 
issued 

Total 

Certificates 

issued 

After  fumigation  with  : 
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Trapping 

Poisoning 

etc. 
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HCN  and 
Sulphur 

20 

6 

- 

- 

6 

14 

20 

HYGIENE  OF  CREWS*  SPACES 


In  this  respect  there  has  not  been  much  cause  for  serious  complaint. 
It  was  found  necessary  to  call  the  attention  of  the  Masters  of  145  vessels  to 
put  the  ships  in  a proper  sanitary  condition  before  the  vessels  sailed  from 
the  Port. 
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TABLE  "J». 


CLASSIFICATION  OF  NUISANCES. 


Nationality 

of 

Vessel 

Number 
inspected 
during 
the  year 

Defects 

of 

original 

construc- 

tion 

Structural 
defects 
through  wear 
and  tear 

Dirt,  vermin  and 
other  conditions 
prejudicial  to 
health 

British 

127 

- 

8 

27 

Other 

Nations 

300 

- 

22 

88 

FOOD  INSPECTION. 


Action  taken  under  the  Public  Health  (Imported  Food)  Regulations 
1937,  the  Public  Health  (Preservatives  etc.  in  Food)  Regulations  1925  to 
1939>  the  Public  Health  (Imported  Milk)  Regulations  1926,  and  the  Public 
Health  (Shellfish)  Regulations  1934. 

On  March  10th,  ten  pounds  of  sausages  were  inspected  and  found 
to  be  unfit  for  human  consumption. 

On  April  5th,  five  dozen  eggs  and  eighty-nine  pounds  of  sausages 
were  inspected  and  found  to  be  quite  unfit  for  human  consumption. 

On  April  24th,  about  half  a ton  of  Beef,  Mutton  and  other 
provisions  were  inspected  and  found  quite  unfit  for  human  consumption. 

On  October  8th,  40  pounds  of  Frozen  Mutton  was  inspected  and 
found  to  be  quite  unfit  for  human  consumption. 

In  all  the  above  cases  the  condemned  food-stuff s were  destroyed. 


That  concludes  the  Report,  and  1 should  like  to  say  that  your 
Sanitary  Inspector  has  carried  out  his  duties  efficiently  and  well.  Lastly, 
1 am  indebted  to  the  Officers  of  H.M. Customs,  Coast  Guard  Service,  and 
Contraband  Control,  for  their  ready  help  in  the  discharge  of  my  duties. 

1 am.  Gentlemen, 

Your  obedient  Servant, 

HOWARD  V.  DEAK1N,  M.D.  (Cantab.) 


M.O.H.  FALMOUTH  & TRURO  P.H.A. 
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